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MUHAMMAD MOQEET SUMAIT ASFI 

has completed the training in FREELANCING course under DigiSkills Training Program 

Batch-01 Aug 2018-Oct 2018 
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Issue Date: 27/11/2018 


This document may be verified online at: https://digiskills.pk/verify 
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